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2. All bottles must be washed in hot water and caustic before being refilled. Con- 
cerns washing bottles in cold water will not be permitted to run. 

3. Only pure water, sirup, and flavorings shall be used. Saccharin is not a pure 
food and will not be allowed. 

4. Employees must be suitably and cleanly dressed when at work. 

5. Cases for bottles must be constructed in such a manner that they wJll protect 
the neck of the bottle from the dust and flies while in transit or delivery about town. 

6. Every case must bear the owner's name in plain letters. 

7. Every bottling establishment must be free from flies and other insects at all 
times. 

8. Clothing, harness, junk, cats, and dogs will not be permitted in the building. 

Kailway Coaches and Water Coolers— Cleaning ok (Reg. Bd. of H., June 15, 1914.) 

2. No railroad coach shall be swept or dusted while occupied by passengers. All 
railroad coaches and street cars shall at all times be kept in a sanitary condition. 
Necessary cleaning may be done with a hand brush and dustpan, if no dust is raised 
thereby. 

Dry dusting is not permitted. The seats and woodwork shall be wiped with a damp 
cloth. 

All coaches going from terminal stations must be cleaned before leaving said station. 
******* 

6. All water coolers must be kept in a clean condition by washing out daily. 

Jails— Construction and Care— Supervision by State Board of Health. (Reg. Bd. 

of H. ( June 15, 1914.) 

1. It shall be unlawful for any board of supervisors, board of aldermen, jail con- 
tractor or builder to begin the erection of any new jail, or to repair the jail already 
constructed when said repairs contemplate change in building without first submit- 
ting the plans of the proposed structure or repairs to the State board of health and 
getting from its authorized representatives a permit for said building operation. 

2. The bars, cages, and walls of all jails must be painted white, and renewed as 
often as is necessary to appear fresh and clean. 

3. Jails must be well lighted and ventilated. The walls and floors must be kept 
free from dirt and plunder. 

4. Excelsior and shuck mattresses are not permitted; neither are quilts, but thick, 
washable blankets must be used instead. 

5. All jails must be provided with proper toilet and bathing facilities. A prisoner 
on entering a jail is required to take a bath, and should be given clean clothes and 
kept clean. 

6. No person suffering from consumption or other contagious or infectious disease 
shall be imprisoned with other inmates except under the direction of the county 
health officer, who shall be notified immediately upon the receipt of such a prisoner. 

7. When a representative of the State board of health finds that any jail is conducted 
in such a way that it is dangerous to the occupants, he shall proceed by habeas corpus 
or other legal method to have such occupants removed to some jail that is in a sanitary 
condition. 

8. When any jail is kept without regard for this chapter, and without regard for the 
code laws outlining the duties of officials in charge of same, such officials, sheriffs, 
marshals, supervisors, or aldermen shall be proceeded against as the law and these 
regulations require. 



